
DEVAL L PATRICK 
GOVERNOR 

TiMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY.MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


06/17/2011 


Lisa Core 

Assistant District Attoniey, Essex County 
Dear ADA Core, 

Enclosed is the mformation you requested in regards to Commonwealth vs.Included are 
copies of the following: 

1. Dnig Analysis Laboratory Receipt. 

2. Cundculum Vitae for Annie Dooklian, and Kate Corbett. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Annie Dookhan was the custodial chemist and perfonned the preliminary testing and net weight for 
this sample. Kate Corbett was the confumatory chemist and analyzed the GC/MS data for this 
sample. 

If you have any questions about these materials, please call me at the number below. 


Sincere! 





Annie Dooklian 
Chemist U 
Dnig Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Ainlierst Hours 

9:00-12:00 

1:00-3:00 


City or Department: f^r 

Name and Rank of Submitting Officer: 


Defendant{s) Name (last, first, initial): 












PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8 : 00 -^ 11:00 

2 : 00 - 4:00 



DRUG RECEIPT 


City or Department: 


Police Reference No.: 


Name and Rank of Submitting Officer: 


9:00-12:00 

1:00-3:00 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 















Curriculum Vifae 


Annie Khan (Dookhan) 

Education: 

University ofMassaclrusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience; 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff wifliin the Department of Public 
Health, Drug Analysis Laboratoiy. 

♦Appointed Assistant Analyst by Assistant Conunissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to deteimine violations of haimfitl and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst I. n . UMMS-Massacliusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for tlie QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the PDA, 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory, 

QC/QA training according to FDA Codes and Regulations, 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FI'IR course with Speclros. 

TOC training with MBL and Sievers. 

Associafioii; < 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 
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Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included; Organic Chemistry, Inorganic Chemistry. Quantitative 
Analysis, Instrumental Analysis. Physical Chemistry, Physics, Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analylical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist I Slale Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analylical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health. Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury. MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UV/VIS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury, MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics. DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 


















No. 

City: Lynn Police Dept. 

Officer: Detective MARK RICHMOND 


Amount: 

No. Gont: 1 Cont; pb 

DateRec’d: 02/26/2010 
Gross Wt.: 16.22 


Date 


Analyzed^.^ (0 


Subst; LIQUID 

No. Analyzed: 

Net Weight: 


Prelim:'^^ < 2 _ 


# Tests: \pv 


Findingirr^l^L 




City: Lynn Police Dept. 

Officer: Detective MARK RICHMOND 
Def; 

Amount; 

No. Cont: 1 Cont: bottle 

Date Rec'd; 02/26/2010 
Gross Wt: 22,03 


Date Analyzed; 



Subst; LIQUID 

No. Analyzed: 

Net Weight: 


Prelim: 



Date Analyzed: O cO 


Subst; LIQUID 



City: Lynn Police Dept. 

Officer: Detective MARK RICHMOND 
Def: 

Amount: 

No. Cont: 1 

Date Rec'd; 02/26/2010 
Gross Wt.; 19,23 


Prelim: 


No. Analyzed: 
Net Weight; 

Findings; 



Cont: bottle 
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Date Analyzed; 


No. 

City: Lynn Police Dept. 

Officer: Detective MARK RICHMOND 
Def; 

Amount: Subst: VM 

No. Cont: 1 Cont: pb 

Date Rec'd: 02/26/2010 No. Analyzed: 

Gross Wl: 466.00 Net Weight: 


Prelim: 


# Tests; •3>P^=^>0 

Findings: 


Folk OIG PRR 049164 
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DRUG POWDER ANALYSIS FORM 


SAMPLE it 


agency. 


No. of samples tested: 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 


'5X0 U\ 



Gross Wt { );_ 

Gross Wt ( ): _ 

Pkg. Wt:_ 

NetWt; 


PRELtMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 


MIcrocfVstalline Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

< r €\^0 


PRELIMINARY TEST RESULTS 
RESULTS Pxa c^o fN.0 

DATE VO_ 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE It 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: Gross Wt { ):_ 

\ ooc-^v Gross Wt { ):_ 

Pkg.Wt:_ 

Net Wt: o. Sm-) M 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalUne Tests 

Gold 

Chlorid e_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS SoO 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE It 



AGENCY ^ r\ . 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

CJV 6^CxJ\ cS \K 

\ "O'V CX.V 




Gross wt ( ) 

GrossWt { ) 

Pkg. Wt 
Net Wt 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA_(_J__ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 'OoV 

DATE On-7^^-LO 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 



ANALYST 



Evidence WL 









DRUG POWDER ANALYSIS FORM 


SAMPLE n agency 

No. of samples tested:_ 


ANALYST 
Evidence Wt 



PHYSICAL DESCRIPTION: 


xS \ K? vcOs 


Vuv,t\ VesVon tiivL 


Gross Wt ( ): 

Gross Wt { ): 

Pkg. Wt: 
Net Wt; 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocivstaHine Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS k::) 3--y 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS__ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: 


AGENCY_U,i,^ 


ANALYST 
Evidence Wt 


<V^<7 


PHYSICAL DESCRIPTION: 

vvJvaLk 


Vc^e-\ CXO 1:$ 

■ ■; •. 




Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg.Wt:_ 

NetWt; 


"s? 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( - ) ^ 
Marquis ^ 
Froehde's 
Mecke’s 


Microcrystalline Tests 

Gold 

Chloride 


TLTA( ) 


OTHER TESTS 



PRELIMINARY TEST RESULTS 
RESULTS XcQ5Sv>oLo-\Q ve 


DATE to 


GC/MS CONFIRMATORY TEST 
RESULTS "TvOr^VoVo-vp C (\Cv,^ 'Cv«.^<g 
MS 

OPERATOR_ \<>.^=vC _ 

DATE S-l-vO 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 

_ 

Evidence Wt 


PHYSICAL DESCRIPTION: 

X’A V O vCa_^ 

VA.'s.e.'v^ — ^ CNA.v^'VCc^ CSi^C XSO 

V^'^'^^OT.iL.iLO • 


Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

NetWt:_i;a_@21^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (_) 
Marquis 

Froehde's " 
Mecke's 


MlcrocfVstaillne Tests 

Gold 

Chloride_ 

TLTAjLJ_ 

OTHER TESTS 
^ If — 

CrCj-V 


PRELIMINARY TEST RESULTS 

RESULTS ? _ 

DATE \ -1 o 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR _ 

DATE % ' X-\0_ 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE a 



ANALYST 



No. of samples tested; 


Evidence Wt 


PHYSICAL DESCRIPTION: Gross Wt ( ); 

V'X GrossWt{ ): 

Pkg. Wt: 
Net Wt: 

\co> -cv 1 o\ V V oo 


PRELIMINARY TESTS 


Soot Tests 

Microcrvstalllne Tests 

Cobalt 

Gold 

Thiocyanate { ) 

Chloride 

Marquis 

TLTA ( ) 

Froehde's 

OTHER TESTS 

Mecke's 



PRELIMINARY TEST RESULTS 
RESULTS ~r 

DATE to 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 

Folk_OIG_PRR_049173 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_30_10\734310.D 

KAC 

30 Jul 2010 18:51 

BLANK 

1 

SCREEN 

RTE 


Abundance 


10001 


o-rcrro-^'ioL 



01 

frime-> 2.00 


4.0O 6.0O 8.0O 10:00 12:00 14.00 16.00 18.00 20:00 22.00 2400 26:00 28.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734310.D Fri Jun 17 10:27:47 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


F:\Q3-2010\SYSTEM4\07_30_10\734311.D 

KAC 

30 Jul 2010 19:25 

TREMBOLONE ENANTHATE STD 


Vial Number 

AcquisitionMeth 

Integrator 


11 

SCREEN 

RTE 


iA&undanoe' 

! 200000I 

1500001 


T!C:T3i311,n 

1&69 


1000001 


50000i 


04 


[rime-> 2.6 o 4.00 6.00 koo 10.00 12.00 14l00 16^00 ikoo 20!00 22^00 24^00 26’00 28!o0 


Ret. Time 

Area 

Area % 

Ratio % 

15.688 

1374599 

100.00 

100.00 


734311.D 


Fri Jun 17 10:27:49 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_30_10\734311.D 

KAC 

30 Jul 2010 19:25 

TREMBOLONE ENANTHATE STD 

11 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 15.69 C:\DATABASE\SLI.L 

TRENBOLONE ENANTHATE 


000000-00-0 99 


Abundance 


BOl 


60 i 


43 

i 


Average of 15:5681o 15:M5Tnirr;:734311 .D' (-) 

262 


40 


20 i 


29 


j 

:! 55 

h I 


113 


214 


85 


ii 




128^41 155 
. I 167 181 197 


2?5 


23/1 


270 

I 




281 


382 


I O' ■ 'i' I 'r^ ■ ■ ' ■ " V-V- ' ■ ' ■ 'i -^i ■ ■ , ■ i •• I • i:- ^ 

bfe-> 40^ ' W 'sb ’ 100 "l20 i40 i^O 1^6 260 2& 240 266"^2& 360 320 340 3& ' 380 : 


Abundance 


I 


80: 


43 


#33: TRE?qBUi:ONE ENANTHATE' 

2^2 


60 i 


40. 

^ ! 

i j 

20j :! 55 

) 29 !! 


270 


85 


69 


hi/z-> 


n: i! 1 E .ii.L. Jiii 


734311.D 


1 

13 





214 





98 : 

I 128 

ii ii 

' h .'Is 

141 

'"^67 
i III 
.,^-1 II: 

181 

197 

J 




382 

j 

100' 

120 

140 

1^0 

180 

'266 

' 220 ' 240 

260 

280 360 320 

340 

360 380 

Fri 

Jun 

17 10 

:27 

:50 

2011 


Page 

2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEN4\07_30_10\734312.D 

KAC 

30 Jul 2010 19:59 

BLANK 

1 

SCREEN 

RTE 


Abundance TIC: 734312.D 

i 7000j 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734312.D 


Fri Jun 17 10:27:53 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\SYSTEM4\07_3 0__10\734319 .D 
KAC 

30 Jul 2010 23:57 

BLANK 
ASD 
1 

SCREEN 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


734319.D 


Fri Jun 17 10:28:02 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_30_10\734320.D 

KAC 

31 Jul 2010 00:31 


ASD 

20 

SCREEN 

RTE 


Abundance 

12000001 


7i37 


■11017343200 



1000000j 
800000j 
600000: 
4000001 




6,80 


I 200000; 

L 

|TirTie“> 2. 



7! 

144 15.64 

^ . 1 --A . .. 

5o ' ' 4.1)0 ' 

' 6.00 


abo ’lo'ob' 12 ^ 00 ’ ' 14 : 00 ' 'le.'ob' 'isloo' 2o;ob' 22.00 24 . 00 ' ’ 26 : 00 ' ’ 28^00 



Ret. Time 


Area Area % Ratio % 


6.798 

7.373 

7.444 

15.640 


231125 

2039494 

124494 

225760 


8.82 11.33 

77.82 100.00 

4.75 6.10 

8.61 11.07 


734320.D 


Fri Jun 17 10:28:06 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_30_10\734320.D 

KAC 

31 Jul 201 0 00:31 

ASD 

20 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


Library/ID 


Qual 


6.80 C:\DATABASE\PMW_T0X2.L 

Myristic acid ME 
Pentadecanoic acid ME 
Laurie acid ME 


000124-10-7 90 
007132-64-1 72 
000111-82-0 64 


Abundance 


Average to 6.852" m in. :T3"4320'D" (-)“ 


' 0 . .ii . Jiv .iJ:. I,:, jr J21 ".1. 167. .. 213 .i.239 . 50 1 

'm/z-> 3b 40 50 6'0 7'0 80 O'O 100 I'lo l20 130 140 150 I6O 170 I60 190 200 210 220 230 240 250 20O 270 ! 


Abundance 


■■Fri4"1: MyfMc aad ME 


‘ I J, /V i 157 171 185 j 211 

z-> "30 40 ' 50 60 70 80 90 iOo Mo 120 130 'l40 150 160 170 l3o 190 200 2l0 220 230 240 250 260 270 


734320 .D 


Fri Jun 17 10:28:06 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator : 


F:\Q3-2010\SYSTEM4\07_30_10\734320.D 
KAC 

31 Jul 2010 00:31 


ASD 

20 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C;\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


7.37 


C:\DATABASE\PMW_T0X2.L 
Linoleic acid ME 
Pilocarpine 

Cyclopentobarbital 2ME 


002566-97-4 

000092-13-7 

000000 - 00-0 


95 

9 

7 


Abundance 


80 


66 


Average ofT,34Vr67;43'2 min.: 734320^^ 


60 


40 


20 


41 


67 


81 


95 


29 




0i:,Jilf, 


! ! i 

! ill 


l;l 


30 40 5080 90 lOO ll0 1^1^140 150 160 17Q 18Q 190 20Q 210 2^0 230 240 250 260 270 280 290 

1^1068: Llrioletc acid ME P1454 

^7 


ill: 


109 


123 


135 


150 


4M|-hi44sVr-’-| '■ 


180 191200209 235 246 


294 


'Abundance 


80 j 


60 i 


401 


20^ 


m/z-> ° sb' 40' 50' 60 ' 70 ' eSo 96 1601 ^ 0 1 2o 1301401'sb 16017b '180190 260' 2-i b 220 230 240 250' 260 27b 280 290 


54 


79 


95 


109 


121 135 


263 


294 


734320 .D 


Fri Jun 17 10:28:07 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_30_10\734320.D 

KAC 

31 Jul 2010 00:31 


ASD 

20 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 7.44 C:\DATABASE\NIST98.L 

Nonanoic acid, methyl ester 001731-84-6 59 
Hexanoic acid, methyl ester 000106-70-7 53 
Dodecanoic acid, methyl ester 000111-82-0 53 



iAbundanoe 


80 ! 


60 


40 


¥ 


87 


^ 2 ' 83 “ 45 : Nonanoic acid 7 melliiyresler 


20 i 


! 15 

0l=-A. 


41 


29 


55 


65 


101 


Wz-> fo "20 ' 3 b "40 s'd' bo 70 8 d'" 9 B"lOo'lib l 20 l 30 l 4 bl 50 lb 01 >b l 8 o 'l 9 d 2 bo 2 'ld 2 io 2 b 0 24 o 250 2 ^^^ i 


115 


129 141 


172 


734320.D Fri Jun 17 10:28:08 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\SYSTEM4\07_30_10\734320.D 

KAC 

31 Jul 2010 00:31 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

20 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


15.64 C:\DATABASE\SLI.L 

TRENBOLONE ENANTHATE 


000000-00-0 91 


Sbundaiice 


80 


60 


43 


40 


20 


65 




; 29 
i i' 

oL-ih. 


Average orTF.^62 to {-) 

2^2 


270 


113 


214 


85 
69 . 


128 

! 

,1. 1 


141 155 


167 181 


197 


ill 225 


231^ 


J . L. ^ 


382 


281 

! 


' 'eio ' 'sb ioo 1& 140 ' iao 200 ” 220 240 ' 260 2do 360 3^6 340 360 360 


C! 


Abundance 


80 


maTTRemOLDREERANTHATE 

2^2 


43 


601 


40! 


270 


113 


20 i 


55 


85 


214 


29 


128^^^ 155^ 


67 


69 


i 98 


iTi/z--> 


734320.D 


181 

:=;i 

197 

iil 

J 22523^ 

ili: -N L : 

1 382 

i : 

■ i 

;i 1 

180 

'200 

' 22o '240'' 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_30_10\734321.D 

KAC 

31 Jul 2010 1:05 

BLANK 
ASD 
1 

SCREEN 

RTE 


iii\bundanc«.. TIC: 734321 D 

6000 
I 

5000 
4000 
3000 
2000 
1000 

-.,.,...,.,.,.,.,.;.....:■■■•=-:-. ^ , , , ■ ■ ^.;.■...^ ^ ■ i ■ 

Time-> 2.00 4.0O 6.00 8.00 10.00 12:00 14.00 16.00 18410 20.00 22.00 24,00 26.00 28 - 0 0 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 



734321.D 


Fri Jun 17 10:28:13 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number' : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_30_10\734328.D 

KAC 

31 Jul 2010 5:03 

BLANK 

1 

SCREEN 

RTE 



20001 

i I 


1000 j 

« I 

I ol .,., , ^ ,,..,. , , ., , , .., , ... , , .. . , ^ ..... .. .... 

frim e -> 2 . 5 o 4 . 6 o 6 .00 8 .bo 10:00 1 2^00 14;00 16. 00 18.00 20.00 22:00 24!o0 26 !oO 28 !ob 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734328.D 


Fri Jun 17 10:28:23 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_30_10\734329.D 

KAC 

31 Jul 2010 5:37 

TREMBOLONE ENANTHATE STD 

11 

SCREEN 

RTE 


200000i 

150000 i 
100000 

50000 ! 

i 


Oi 


Tic!73i32g:a 

15:69 


lime-> 2.0O 4.00 6.00 8.0O 10,00 12,00 14.00 16,00 18.00 20.00 22.00 24.00 26.00 28.00 


Ret. Time 

Area 

Area % 

Ratio % 

15.688 

1362018 

100.00 

100.00 


734329.D 


Fri Jun 17 10:28:25 2011 


Page 1 


Folk OIG PRR 049186 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_30_10\734329.D 

Operator : KAC 

Date Acquired : 31 Jul 2010 5:37 

Sample Name ; TREMBOLONE ENANTHATE STD 

Submitted by : 

Vial Number : 11 

AcquisitionMeth: SCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 15.69 C:\DATABASE\SLI.L 

TRENBOLONE ENANTHATE 000000-00-0 99 

















































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07 

KAC 

31 Jul 2010 6:11 

BLANK 


SCREEN 

RTE 


30 10\734330.D 


Abundance 

^ 70001 


TIC:734330.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734330.D 


Fri Jun 17 10:28:29 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integirator 


F:\Q3-2010\SYSTEM4\07_30_10\734361.D 

KAC 

31 Jul 2010 19:56 

BLANK 
ASD 
2 

SCREEN 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734361.D Fri Jun 17 10:28:39 2011 


Page 1 


Folk OIG PRR 049189 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_30_10\734362.D 

PCAC 

31 Jul 2010 20:30 


62 

SCREEN 

RTE 


2.95 


6.80 


38 


TTurrmezD 


Abundance 
I 14000001 

: 120000 oi 

I 1000000i 
I 800000I 
I ooooooi 

^ 4000001 

I 200000 ; 

i ! 

iime-> 2.00 4.66 6.00 kOo’ ’ loloo ' 12 'OO' ’ 14:00 I'eioo' I’s'oo' '2o!o6 22:o'o^'^24.'ob 26.00 2'8.’oO ’ N 


45 


Ret. Time 


Area Area % Ratio 


2.947 
6.799 
7.380 
7.445 


887608 

237908 

2405675 

162928 


24.03 36.90 

6.44 9.89 

65.12 100.00 

4.41 6.77 


734362.D 


Fri Jun 17 10:28:41 2011 
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Area Percent / Library Search Repoi't 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2 010\SYSTEiyi4\07_30_10\73 43 62 .D 
KAC 

31Jul2^0 20:30 

ASD 

62 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 2.95 C:\DATABASE\NIST98.L 

Benzyl Alcohol 000100-51-6 95 

Benzyl Alcohol 000100-51-6 95 

N-Cbz-glycyl-glycine-p-nitrophenyl 1000126-28-8 91 
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Fri Jun 17 10:28:42 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_30_10\734362.D 

KAC 

31 Jul 2010 20:30 

ASD 

62 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\SLI 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 

2 6.80 C:\DATABASE\PMW T0X2.L 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


Palmitic acid 

ME 

000112-39-0 

94 

Myristic acid 

ME 

000124-10-7 

90 

Pentadecanoic 

acid ME 

007132-64-1 

72 


Abundance 


oT6:775To 6:B77W^ 


40 i 43 


M ih Ml 111 121 t i 157 213 T 239 2^° 

30 40 so 60 70 80 9'0 lOO 110 120 130 140 150 l60 170 180 190 200 2l0 220 230 240 260 260 270 


Abundance 


■piw 


■ ! i : M, '' 2 ® i 171 185 227 239 , 

m/z-> ° 30 40 50 e'o' 70 8'6 90 160 1 i0 120 130 'l40 150 16O 1 io 180 190 260 210 '2io 230 240 250 260 270 


734362.D 


Fri Jun 17 10:28:42 2011 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\SYSTEM4\07_30_10\734362.D 

Operator : KAC 

Date Acquired : 31 Jul 201 0 20:30 

Sample Name : 

Submitted by : ASD 
Vial Number : 62 

AcquisitionMeth: SCREEN 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3 7.38 C:\DATABASE\NIST98.L 

9,12-Octadecadienoic acid, methyl e 002566-97-4 98 
10,13-Octadecadienoic acid, methyl 056554-62-2 98 
9,12-Octadecadienoic acid, methyl e 002462-85-3 97 


Abundance Average of T.350 16 7.427 firifri.: 734362"D {-) 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SySTBM4\07_30_10\734362.D 

KAC 

31 Jul 2010 20:30 


ASD 

62 

SCREEN 

RTE 


Search 

Libraries: C:\DATABASE\SLI 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


7.45 


C:\DATABASE\NIST98.L 

Octadecanoic acid, methyl ester 000112-61-8 
Heptadecanoic acid, 16-methyl-, met 005129-61-3 
Heptadecanoic acid, 16-methyl-, met 005129-61-3 


91 

91 

90 


Abundance 
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298 


734362.D Fri Jun 17 10:28:44 2011 Page 5 


Folk OIG PRR_049194 


































Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_30_10\734363.D 

KAC 

31 Jul 2010 21:04 

BLANK 
ASD 
2 

SCREEN 

RTE 


Abuhtjance 

I 

6000 

] 


vrc: 7343B31T 



frime-> 2.00 4.00 6.00 8.00 10.00 12.00 14:00 16;00 18.00 20;00 22;00 24^00 26;00 28.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734363.D 


Fri Jun 17 10:28:48 2011 
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